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Mr.  Chairman,  Ladies  and  Gentlemen, 

In  accordance  with  the  instructions  of  the  Ministry  of  Health,  I  beg  to 
submit  my  Annual  Report  for  the  year  ended  31st  December,  1964. 

SECTION  “A” 


General  Statistics 

Area  (statute  acres)  ... 

Population  -  1951  census  ... 
Population  -  1961  census  ... 
Estimated  home  population  -  mid- 1964 
Parishes 

Number  of  inhabited  dwellings 
Rateable  value 
Product  of  the  Penny  Rate 
Loan  Debt 


151,111 

16,298 

15,509 

15,670 

25 

4,719 

£423,716 

£1.676 

£792,217 


Vital  Statistics 


Live  Births 

Male 

Female 

Total 

Legitimate 

125 

107 

=  232 

Illegitimate 

5 

10 

=  15 

247 


Deaths 

Population 

Year 

101 

Mid-year 

Population 

110  = 

Birth  Rate 

211 

Death  Rate 

1960 

15,660 

14.5 

13.2 

1961 

15,140 

14.8 

16.3 

1962 

15,250 

17.1 

13.9 

1963 

15,390 

16.5 

13.9 

1964 

15,670 

15.7 

13.4 

England 

Live  Births 

and  Wales 

Number  ... 

•  •  •  •  •  • 

*  •  t 

•  •  » 

247 

Rate  per  1,000  population 

•  •  • 

•  •  • 

15.7 

18.4 

Corrected  Birth  Rate  ... 

... 

•  «  • 

19.4 

Illegitimate  ! 

Live  Births 

(per  cent  of  toal  live  births) 

... 

•  •  • 

6% 

Still  Births 

Number  ... 

...  •  •  • 

•  •  • 

•  •  • 

3 

Rate  per  1,000  total  live  and  still  births 

12.0 

16.3 

Total  Live  and  Still  Births 

•  «  • 

250 

Infant  Deaths 

(deaths  under  1  year)  ... 

... 

•  •  • 

5 

Infant  Mortality  Rates 

Total  infant  deaths  per  1,000  total  live 

births  ... 

•  •  •  •  •  • 

.  .  . 

•  •  • 

20.2 

20.0 

Legitimate  : 

infant  deaths 

per 

1,000 

legitimate  live  births 

... 

... 

21.5 

Illegitimate 

infant  deaths 

per 

1,000 

illegitimate  live  births 

... 

•  •  • 

— 
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England 
and  Wales 


Neo-Natal  Mortality  Rate 

(deaths  under  4  weeks  per  1,000  total 
live  births)  ...  ...  ...  ...  16.1 

Early  Neo-Natal  Mortality  Rate 
(deaths  under  1  week  per  1,000  total 

live  births)  ...  ...  ...  ...  16.1 

Perinatal  Mortality  Rate  * 

(still  births  and  deaths  under  1  week 
combined  per  1,000  total  live  and 
still  births)  ...  ...  ...  ...  28.0 

Maternal  Mortality  (including  abortion) 

Number  of  deaths  ...  ...  ...  - 

Rate  per  1,000  total  live  and  still  births  - 

Deaths 

Number  of  deaths  ...  ...  ...  211 

Crude  death  rate  per  1,000  population  13.4  11.3 

Corrected  death  rate  ...  ...  ...  11.2 


The  chief  causes  of  death  were  as  follows: 

Cancer  (including  leukaemia)  ...  ...  ...  36 

Vascular  diseases  ...  ...  ...  ...  ...  33 

Coronary  diseases  ...  ...  ...  ...  ...  42 

Hypertension  with  heart  disease  ...  ...  ...  5 

Other  heart  disease  ...  ...  ...  ...  24 

Other  circulatory  disease  ...  ...  ...  ...  16 

Pneumonia  ...  ...  ...  ...  ...  ...  13 

Bronchitis  ...  ...  ...  ...  ...  ...  10 

Other  diseases  of  the  respiratory  system  ...  ...  2 

Ulcer  of  stomach  and  duodenum  ...  ...  ...  3 

Gastritis,  Enteritis  and  Diarrhoea  ...  ...  2 

Nephritis  and  Nephrosis  ...  ...  ...  ...  2 

Congenital  malformations  ...  ...  ...  ...  1 

Other  defined  and  ill-defined  diseases  ...  ...  16 

Motor  vehicle  accidents  ...  ...  ...  ...  1 

All  other  accidents  ...  ...  ...  ...  ...  2 

Suicide  ...  ...  ...  ...  ...  ...  3 


Age  at  death  Table 

Age  at  Death  Male 

Infants  under  4  weeks  ...  1 

Infants  4  weeks  and  under  1  year  1 

1-4  years  ...  ...  ...  - 

5-14  years  ...  ...  ...  - 

15-24  years  ...  ...  ...  - 

25  -  34  years  ...  ...  ...  1 

35  -  44  years  ...  ...  ...  4 

45  -  54  years  ...  ...  ...  5 

55  -  64  years  ...  ...  ...  14 

65  -  74  years  ...  ...  ...  29 

75  years  and  over  ...  ...  46 


Total  ...  101 


Female 

o 

O 


1 

1 

1 

8 

16 

19 

61 

110 
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SECTION  “B” 


General  Provision  of  Health  Services 

The  general  provision  of  health  services  remain  as  in  previous  years. 

Welfare  Foods 

The  W.V.S.  continue  to  give  most  valuable  assistance  distributing  these 
foods  to  the  general  public. 

Ambulance  Service 

The  St.  John  Ambulance  Brigade,  under  delegated  powers  from  the  Local 
County  Health  Authority,  continue  to  give  a  highly  satisfactory  twenty-four 
hour  cover  for  the  whole  district. 

Maternity  Accommodation 

During  the  year  two  hundred  and  eighty-nine  babies  were  born  in  the 
Tavistock  Maternity  Home,  as  follows: 

Tavistock  Urban  District  ...  ...  ...  65 

Tavistock  Rural  District  ...  ...  ...  121 

Other  districts  ...  ...  ...  ...  ...  103 

Forty-eight  per  cent  of  the  births  registered  to  the  Rural  District  took  place 
in  the  Tavistock  Maternity  Home. 

Mass  Radiography  Service 

The  Mass  Radiography  Unit  visited  both  H.M.  Prison,  Princetown,  and 
Ambrosia  Ltd.,  of  Lifton,  during  the  year.  Four  hundred  and  forty-one 
persons  were  examined  at  the  Prison  and  one  hundred  and  eighty-six  at  the 
Ambrosia  Factory  at  Lifton.  No  new  cases  of  Pulmonary  Tuberculosis  were 
notified  as  a  result  of  these  two  visits. 


SECTION  “C” 

Sanitary  Circumstances  of  the  Area 


Water  Supply 

Mr.  Young,  District  Engineer  to  the  North  Devon  Water  Board,  has 
submitted  the  following  Report  on  progress  during  the  year: 

“Supply  to  this  area  has  again  been  maintained  from  the  Board’s  main 
works  at  Prewley;  treatment  of  raw  water  being  carried  out  at  these  works 
prior  to  feeding  service  reservoirs. 

A  mains  renewal  at  Bere  Ferrers  has  been  completed  and  a  long  main 
extension  from  Bere  Alston  to  Weir  Quay  laid. 

Further  extension  of  the  Longcross  —  Tuelldown  main  has  been  made  to 
Milton  Abbot. 

An  agricultural  extension  from  Lydford  Memorial  has  been  completed  as 
also  have  many  extensions  to  housing  sites  at  Mary  Tavy,  Horrabridge, 
Bere  Alston  and  Lydford. 

Satisfactory  samples  have  been  maintained  throughout  the  year  and 
supplies  have  been  maintained  at  all  times.’’ 

Difficulty  is  still  being  experienced  in  persuading  people  to  connect  to  the 
Water  Board’s  mains  once  they  have  been  laid,  primarily  due  to  the  expense 
involved.  Some  success  has  been  achieved  in  this  direction,  but  without  better 
co-operation  it  will  prove  necessary  to  serve  notice  under  Section  138  of  the 
Public  Health  Act,  1936. 
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The  installation  by  the  Plymouth  City  Water  Department  of  a  new  filtration 
plant  at  Dousland  has  resulted  in  a  vast  improvement  in  the  purity  and 
quality  of  the  water,  and  no  further  complaints  have  been  received  from 
consumers  in  that  Authority’s  area  of  supply. 

Forty-nine  samples  of  water  were  taken  during  the  year  and  submitted  for 
bacteriological  examination,  twenty-seven  of  these  were  satisfactory.  Most  of 
the  unsatisfactory  samples  were  from  private  supplies  and  the  occupiers  of  the 
premises  concerned  were  advised  on  precautionary  and  remedial  measures  to 
be  taken. 

A  table  relating  to  the  water  supplies  in  each  of  the  districts  twenty-five 
parishes  will  be  found  attached  to  the  inner  back  cover  of  this  Report. 

Sewerage  and  Sewage  Disposal 

All  Sewage  Disposal  Works  in  the  Rural  District  have  received  regular  visits 
by  the  Council’s  maintenance  staff.  During  the  year  the  Council  adopted  a 
five-day  working  week  and  the  rota  of  maintenance  visits  was  considerably 
reorganised  resulting  in  a  decrease  in  time  and  distance  travelled  daily, 
allowing  for  more  working  time  to  be  spent  at  each  site  and  also  more  frequent 
visits  to  be  made  to  some  of  the  bigger  works. 

The  installation  of  the  screen  in  the  Princetown  sewer,  which  was  completed 
early  in  the  year,  has  worked  successfully  and  would  appear  to  have  overcome 
sefious  nuisances  caused  by  blockages  in  the  sewer  which  have  been  experi¬ 
enced  in  the  past.  During  the  year  further  improvements  have  been  carried 
out  by  the  construction  of  a  detritus  channel  in  the  sewer  and  the  sewer  has 
been  scoured  in  sections  throughout  its  length.  The  detritus  channel  is 
working  satisfactorily  and  it  would  seem  that  the  amount  of  silt  going  past 
the  detritus  channel  into  the  sewer  is  negligible.  It  is  expected  that  as  a 
result  of  these  extensive  improvements  the  sewer  should  now  function  normally 

Extensive  improvements  to  the  Sewage  Disposal  Works  have  been  carried 
out  by  direct  labour  at  Litton  and  Buckland  Monachorum  village,  and  it  is 
hoped  to  complete  repairs  to  the  Buckland  Monachorum  site  during  the 
coming  year. 

The  preparatory  work  for  the  proposed  Sewage  Disposal  Works  at  Horra- 
bridge  is  proceeding  well  and  it  is  hoped  that  this  plant  will  be  in  operation 
early  in  1966. 

During  the  year  the  Cornwall  River  Authority  placed  an  embargo  on 
further  connections  to  the  existing  sewers  at  Horrabridge,  Bere  Alston  and 
Walkhampton,  until  the  proposed  new  works  are  in  operation. 

There  have  been  several  blockages  in  the  main  sewers  in  the  District,  but 
apart  from  one  at  Horrabridge  which  necessitated  opening  the  roadway,  all 
have  been  cleared  within  a  few  hours  of  notification.  The  most  common 
cause  of  blockages  has  been  found  to  be  polythene  articles  -  principally  toys 
and  bags. 

Refuse  Collection  and  Disposal 

Regular  collection  of  refuse  has  been  maintained  during  the  year  by  the 
direct  labour  staff. 

Early  in  the  year  the  new  refuse  vehicle  was  involved  in  a  collision  with 
another  vehicle,  and  had  to  be  returned  to  the  manufacturers  for  major 
repairs.  Fortunately  it  was  possible  to  obtain  the  services  of  the  old  vehicle, 
with  which  collection  was  maintained  until  the  return  of  the  new  vehicle  some 
two  months  later.  The  Council’s  small  refuse  vehicle  has  reached  the  end  of 
its  useful  life,  and  it  is  hoped  it  will  be  replaced  during  the  ensuing  year. 

With  the  coming  into  operation  of  the  five-day  working  week  the  refuse 
collection  schedule  has  been  considerably  reorganised.  Additional  labour  has 
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been  engaged  with  the  result  that  much  more  frequent  collection  is  made 
throughout  the  District.  The  majority  of  the  larger  villages  are  now  having 
a  weekly  collection.  A  small  proportion  of  the  more  remote  parts  of  the 
District  are  still,  unfortunately,  without  a  collection,  but  it  is  hoped  that  in  time 
they  too  will  be  included. 

The  disposal  of  refuse  is  becoming  a  very  difficult  problem.  The  number  of 
sites  available  are  being  rapidly  filled  up  and  tip  maintenance  presents  a 
problem  aggravated  by  members  of  the  public  depositing  rubbish  on  our  tips 
in  the  most  inconvenient  places  instead  of  tipping  it  over  the  face  of  the  tip, 
thus  causing  delay  and  additional  work  to  our  own  staff. 

It  is  difficult  to  convey  to  the  general  public  the  fact  that  refuse  tips  are  an 
essential  of  modern  life,  and  they  prefer  to  concern  themselves  with  objections 
to  any  such  use  rather  than  tolerate  tips  in  a  locality  where  covering  material 
is  available,  for  although  there  may  be  inconvenience  for  a  short  term,  the 
ultimate  effect,  after  covering,  is  invariably  a  great  improvement  both 
practically  and  aesthetically. 

Public  Conveniences 

During  this  year  again,  a  lot  of  damage  has  been  caused  to  the  Public 
Conveniences  in  the  District  by  vandals;  particularly  at  the  Conveniences  at 
Leg  o’  Mutton  Corner,  Yelverton.  At  one  period  these  irresponsibles  amused 
themselves  by  wilfully  breaking  the  roof  lights,  W.C.  seats  and  pans,  presum¬ 
ably  as  a  pastime,  and  later  by  stealing  the  lead  pipework,  in  addition  to 
scribbling  unprintable  prose  on  internal  surfaces.  Since  making  good  this 
vandalism,  redecorating  and  putting  the  matter  in  the  hands  of  the  police, 
damage  appears  to  have  stopped,  temporarily,  at  any  rate. 

I  should  like  to  thank  the  police  for  their  co-operation  and  help  in  trying 
to  find  these  vandals  in  an  endeavour  to  bring  them  to  justice,  even  though, 
at  the  moment,  without  success. 

Maintenance  has  been  kept  up  throughout  the  year  despite  these  irrespon¬ 
sible  attempts  virtually  to  destroy  the  ratepayers  property.  Some  complaints 
have  been  received  from  visitors  about  the  condition  of  the  Conveniences,  but 
remedial  measures  have  been  taken  and  all  would  appear  now  to  be  in  order. 

Public  Health  Inspections  of  the  District 

The  following  table  shows  the  number  of  visits  in  connection  with  various 
routine  work,  in  addition  to  maintenance  work  shown  under  the  various 
sections: 


Visits  to  Council  Houses 

...  ... 

795 

Complaints  investigated 

•  •  •  ... 

257 

Visits  re  Housing  Acts 

•  •  •  •  •  • 

88 

Visits  re  Public  Health  Acts  ... 

...  .  ,  . 

186 

Visits  re  Grants 

...  .  .  . 

200 

Visits  re  Caravan  Sites 

...  .  ,  . 

56 

Visits  re  Drainage  Works 

•  •  •  ... 

201 

Tests  for  new  Drains  ... 

...  .  .  . 

92 

To  buildings  in  course  of  construction 

799 

Number  of  Plans  submitted 

.  .  .  ... 

442 

Visits  in  connection  with  above 

...  ... 

280 

Visits  re  Petroleum  Licences  ... 

...  ... 

43 

Visits  re  Sewerage  or  Sewage  Disposal 

720 

Visits  re  Water  Supplies 

• • •  ... 

137 

Visits  re  Refuse  Disposal 

•  •  ... 

249 

Visits  re  Rodent  Control 

...  •  #  # 

821 

Visits  re  Public  Conveniences 

•  •  • 

226 

Visits  re  Food  Premises 

... 

227 

Visits  re  Slaughterhouses 

,  .  ,  ... 

200 

Visits  to  Swill-boiling  Plants  ... 

...  ... 

26 

Visits  to  Animal-boarding  Establishments  ... 

16 

Miscellaneous  visits 

...  f  t  # 

532 
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Factories  Act,  1961 

Tables  concerning  this  Act  are  shown  below  and  on  pages  9  and  10. 


Weather 

The  total  rainfall  for  the  year  was  40.86  inches. 

Rainfall 
in  inches 


January  ...  ...  ...  0.91 

February  ...  ...  2.75 

March  ...  ...  ...  5.11 

April  .  3.97 

May  ...  ...  ...  3.03 

June  ...  ...  ...  2.75 

July  .  2.97 

August  ...  ...  ...  2.60 

September  ...  ...  2.08 

October  ...  ...  ...  5.16 

November  ...  ...  3.91 

December  ...  ...  5.62 


A verage 
Temperature 

40.30 

41.35 

41.68 

47.18 

54.61 

57.33 

60.44 

59.44 

58.60 

49.61 
46.75 
39.55 


Factories  Act,  1961 

1.  Inspections  for  Purposes  of  Provisions  as  to  Health 


(including  inspections  made  by  Public  Health  Inspectors). 


Premises 

Number 

on 

Register 

Inspec¬ 

tions 

Number  of 

Written 

Notices 

Occupiers 

Prosecuted 

i)  Factories  in  which  Sec¬ 
tions  1,  2,  3,  4,  and  6 
are  to  be  enforced  by 
Local  Authority 

4 

9 

iJS . 

ii)  Factories  not  included 
in  (i)  in  which  Section  7 
is  enforced  by  the  Local 
Authorities 

36 

38 

iii)  Other  Premises  in  which 
Section  7  is  enforced  by 
the  Local  Authority 
(excluding  Out-workers’ 
premises) 

14 

27 

Total 

54 

74 

- 
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2.  Cases  in  which  Defects  were  Found 


Ni 

rniber  of  cases  in  which  defects 
were  found 

Number  of 
caess 
in  which 
prosecutions 
were 

instituted 

Particulars 

Found 

i 

Remedied 

Refe 

To  H.M. 
Inspector 

rred 

By  H.M. 
Inspector 

Want  of 

Cleanliness  . . . 

1 

1 

— 

— 

— 

Overcrowding  ... 

— 

— 

— 

— 

— 

Unreasonable 

temperature 

— 

— 

— 

— 

— 

Inadequate 

ventilation  . . . 

1 

1 

— 

— 

— 

Ineffective 
drainage  of 
floors 

_ 

_ 

_ 

_ 

Sanitary 
Conveniences : 
a)  Insufficient 

— 

- 

— 

— 

— 

b)  Unsuitable 
or  defective 

2 

2 

— 

— 

c)  Not  separate 
for  the  sexes 

— 

— 

— 

— 

— 

Other  offences 
(not  including 
Out-work) 

_ 

- 

_ 

_ 

Total  ... 

4 

4 

— 

— 

— 

9 
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SECTION  “D” 


Housing 

No  formal  action  was  taken  under  the  provisions  of  the  Housing  Act,  1957, 
however,  informal  action  was  taken  and  complied  with  in  several  instances, 
both  under  the  Housing  Act,  1957  and  the  Public  Health  Act,  1936,  to  make 
good  various  minor  defects. 

No  Council  houses  were  built  during  the  year. 

Private  enterprise  building  showed  a  considerable  increase  -  eighty-five 
houses  being  erected  compared  with  forty-eight  for  1963. 

Two  applications  for  Discretionary  Grants  were  approved  by  the  Council, 
the  aggregate  award  being  ^586. 

Applications  for  Standard  Grants  continued  to  be  steady,  the  aggregate 
awards  paid  totalled  ^1,895  towards  the  provision  of  seventeen  baths,  seventeen 
wash-hand  basins,  seventeen  hot  water  supplies,  thirteen  water  closets  and 
twelve  food  stores. 

The  Council  continued  to  implement  the  Small  Dwellings  Acquisition  Act, 
six  applications  being  approved,  one  of  which  was  subsequently  withdrawn. 

Waiting  List  for  Council  House  accommodation  is  tabulated  below. 


Locality 

Total  on 
Waiting 
List 

Agri¬ 

cultural 

Non- 

Agri- 

cultural 

Retirement 

Pensioners 

No.  with 
separate 
homes 

Bere  Alston 

55 

6 

40 

9 

49 

Bere  Ferrers 

10 

2 

7 

1 

9 

Brentor 

5 

1 

4 

— 

5 

Chillaton 

4 

1 

2 

1 

— 

Buckland 

Monachorum 

11 

1 

8 

2 

10 

Grenofen 

9 

— 

8 

1 

9 

Horrabridge 

47 

1 

40 

6 

44 

Lamerton 

12 

4 

8 

— 

11 

Lewdown 

and  Stowford 

3 

3 

2 

Lifton  ... 

34 

3 

28 

3 

28 

Lydford 

6 

1 

4 

1 

4 

Mary  Tavy 

13 

— 

12 

1 

11 

Meavy  ... 

4 

— 

4 

— 

3 

Milton  Abbot  ... 

10 

3 

7 

— 

8 

Peter  Tavy 

8 

- 

8 

— 

7 

Princetown 

15 

— 

13 

2 

11 

Sampford  Spiney 

2 

— 

2 

— 

2 

Walkhampton  ... 

10 

1 

9 

— 

7 

Yelverton 

21 

1 

12 

8 

20 

Miscellaneous  ... 

10 

1 

7 

2 

9 

Total  ... 

289 

26 

226 

37 

249 
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Council  Houses  in  the  Rural  District,  1964 


Parish 

Village 

Number 

of 

Dwellings 

Total 
Number 
in  Parish 

Bere  Ferrers 

Bere  Alston 

122 

Bere  Ferrers 

10 

132 

Bradstone  ... 

— 

— 

— 

Brentor 

Brentor 

14 

14 

Buckland  Monachorum  ... 

Yelverton  ... 

8 

Buckland  ... 

47 

55 

Cory ton 

— 

— 

— 

Dunterton  ... 

— 

— 

— 

Horrabridge 

Horrabridge 

108 

108 

Kelly  . 

Kelly  . 

2 

2 

Lamerton  ... 

Lamerton  ... 

33 

33 

Lewtrenchard 

— 

— 

— 

Lifton 

Lifton 

45 

45 

Lydford 

Lydford 

9 

Princetown 

24 

33 

Marystowe  ... 

near  Lewdown 

4 

4 

Mary  Tavy 

Mary  Tavy 

34 

34 

Meavy 

Meavy 

12 

12 

Milton  Abbot 

Chillaton 

16 

Milton  Abbot 

8 

24 

Peter  Tavy 

Peter  Tavy 

14 

14 

Sampford  Spiney  ... 

Sampford  Spiney  ... 

8 

8 

Sheepstor  ... 

— 

— 

— 

Stowford 

Stowford 

4 

4 

Sydenham  Damarel 

— 

— 

— 

Tavistock  Hamlets 

— 

— 

— 

Thrushelton 

Lobhill 

2 

2 

Walkhampton 

Walkhampton 

40 

40 

Whitchurch 

Grenofen 

8 

8 

Total  ... 

572 

1 

SECTION  “E” 

Inspection  and  Supervision  of  Food 

The  principal  food  premises  within  the  Rural  District  are  as  follows: 


Canteens  ...  ...  ...  ...  ...  ...  8 

Wet  Fish  ...  ...  ...  ...  ...  ...  2 

Dry  Fish  ...  ...  ...  ...  ...  ...  2 

Butchers’  Shops  ...  ...  ...  ...  ...  16 

Dairies  ...  ...  ...  ...  ...  ...  14 

General  Stores  ...  ...  ...  ...  ...  76 

Bakehouses  ...  ...  ...  ...  ...  4 

Hotels  and  Guest  Houses  ...  ...  ...  40 

Public  Houses  ...  ...  ...  ...  ...  33 

Restaurants  ...  ...  ...  ...  ...  19 

Manufacturing  premises  ...  ...  ...  ...  7 


Ice  Cream 

Once  again  there  was  a  slight  increase  in  the  number  of  premises  registered 
for  sale  of  ice  cream  under  Section  16  of  the  Food  and  Drugs  Act,  1955;  there 
now  being  sixty-eight  as  compared  with  sixty-six  premises  in  1963. 
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Meat  Inspection 

There  are  still  three  Licensed  Slaughterhouses  in  the  District  which  are  all 
well  maintained  and  inspection  of  carcases  continues  at  a  hundred  per  cent. 
There  were  no  cases  of  Cysticercus  Bovis  or  Generalised  Tuberculosis  found, 
although  there  was  a  slight  increase  in  Localised  Tuberculosis.  The  average 
condemnations  of  part  of  a  carcase  occurred. 

The  table  on  page  14  shows  the  number  of  animals  killed  and  inspected  and 
also  the  percentages  condemned. 

Samples  taken  under  Section  2,  Food  &  Drugs  Act,  1955 


Pork  Sausages  (3) 

Vinegar 

Ground  Nutmeg 
Butter  (3) 

Fish  Cakes 
Farm  Butter 

Full-cream  Condensed  Milk 
Quinine  Tonic  Water 
Cod  Liver  Oil 
Chopped  Pork 
Cheese  (3) 

Olive  Oil 
Lemon  Cheese 
Soluble  Asprin 
Buttered  Madeira  Cake 
Lard 

K.L.N.  Suspension 

Sterilized  Dairy  Cream  r 

Tomato  Ketchup 

Salad  Cream 

Lemon  Crystals 

Whisky  (2) 

Milk  Chocolate 

Cheese  Food 

Lemonade  Shandy 

Drinking  Chocolate 

Sponge  Sandwich  with  Dairy  Cream 

Fish  Fingers 

Milk  Chocolate  Macaroons 
Cheese  Piccalilli 
Unsweetened  Cake  Flour 
Chicken  Supreme 
Ground  Coffee 

Sponge  filling  containing  butter 
Saccharin  Tablets 
Ground  Almonds 
Cheese  Spread 

Milk  -  twenty-six  samples  J 


All  Genuine 


Toast  and  Butter  -  spread  with  a  mixture  of  butter  and  margarine- 
Warning  letter. 

Rum  and  Butter  Toffee  -  containing  rum  flavouring.  Verbal 
warning. 

Milk  -  contained  5%  added  water.  Fine  £5  plus  £3.  3s. 
Analyst’s  fee. 

Milk  -  9%  deficient  in  fat.  No  action. 

Milk  -  6%  deficient  in  fat.  Verbal  warning. 

Milk  -  3%  deficient  in  fat.  Verbal  warning. 


Food  Poisoning 

No  cases  of  food  poisoning  were  notified  in  the  District  during  the  year 
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Carcases  and  Offal  Inspected  and  Condemned  in  Whole  or  in  Part 


Cattle 

excluding 

Cows 

Cows 

Calves 

Sheep 

and 

Lambs 

Pigs 

Number  killed 
(if  known) 

104 

— 

1 

404 

116 

Number  inspected 

All  diseases  except 
Tuberculosis  and 
Cysticerci : 

104 

1 

404 

116 

Whole  carcases 
condemned 

— 

— 

— 

— 

— 

Carcases  of  which 
some  part  or 
organ  was 
condemend 

7 

16 

8 

Percentage  of  the 
number  inspected 
affected  with  dis¬ 
ease  other  than 
tuberculosis  and 
Cysticerci 

6.73% 

3.96% 

6.90% 

Tuberculosis  only: 

Whole  carcases 
condemned 

— 

— 

— 

— 

— 

Carcases  of  which 
some  part  or 
organ  was 
condemned 

6 

Percentage  of  the 
number  inspected 
affected  with 
Tuberculosis 

5.16% 

Cysticercosis : 

Carcases  of  which 
some  part  or 
organ  was 
condemned 

Carcases  submitted 
to  treatment  by 
refrigeration 

_ 

_ 

_ 

___ 

... 

Generalised  and 
totally 
condemned 

— 

— 

— 

— 
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SECTION  “F” 


Prevalence  of,  and  Control  over,  Infectious  and  other  Diseases 

Cases  of  infectious  diseases  which  have  been  notified  by  the  Medical 
Practitioners  and  the  School  Authorities  are  set  out  in  the  accompanying 
tables. 

Tuberculosis 

No  deaths  were  recorded  during  the  year.  Two  new  cases  were  admitted  to 
the  Register,  one  pulmonary  and  one  non-pulmonary  in  origin. 

At  the  end  of  the  year  seventy-eight  cases  remained  on  the  Register,  as 
follows: 

Pulmonary  Non-Pulmonary 

Male  Female  Male  Female 

32  25  7  14 

I  am,  Mr.  Chairman  and  Councillors, 

Your  obedient  servant, 

E.  D.  ALLEN-PRICE, 

Medical  Officer  of  Health. 


INFECTIOUS  DISEASES 


Notifications  Received  from  General  Practitioners 


Under  1  year 

Measles 

M  F 

Whooping  Cough 

M  F 

Pneumonia 
M  F 

1  year 

3 

— 

T 

— 

—  — 

2  years 

2 

1 

3 

— 

—  — 

3  years 

1 

1 

— 

— 

—  — 

4  years 

1 

2 

1 

3 

,  —  — 

5-9  years  ... 

12 

8 

7 

5 

_  _ 

10-14  years 

1 

— 

1 

— 

—  — 

15-24  years 

— 

— 

— 

— 

—  — 

25  years  and  over... 

— 

— 

— 

— 

1 

Total 

20 

12 

1 12 

8 

1 

= 

IT  if 

■  -  - 

15 
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TAVISTOCK  RURAL  DISTRICT  WATER  SUPPLIES 


PARISH 

Whether  the  water 
supply  of  the  area 
and  its  several  parts 
has  been  satisfactory 
(a)  in  quality  ( b )  in 
quantity 

Where  there  is  a  piped 
supply,  whether  bacterio¬ 
logical  examinations 
were  made  of  the  raw  water 
and,  where  treatment  is 
installed,  of  the  water  going 
into  supply,  if  so,  how 
many  and  the  results 
obtained :  the  results  of  any 
chemical  analyses 

Where  the  waters  are 
liable  to  have 
plumbo- solvent 
action,  the  facts  as 
to  contamination  by 
lead  including  pre¬ 
cautions  taken  and 
number  and  results 
of  analyses 

Action  in 
respect  of 
any  form  of 
contamin¬ 
ation 

Particulars  of  the  number  of  dwelling  houses 
and  the  number  of  the  population  suppled  from 
public  water  mains 
(a)  direct  to  the  houses : 

( b )  by  means  of  standpipes 

No.  of  Dwelling  Houses  Total  Pof 

mlation 

Main 

Standpipe 

Main 

Standpipe 

BERE  FERRERS 

•  1  I  •  .  •  .  w  . 

•  y  ,  f  ,  *  \  .  *  J  • 

{a)  Yes 
{b)  Yes 

Piped  supply 
,  22  samples  taken 
Satisfactory 

j 

With  regard  to  this 
question,  all  the 
moorland  waters 
are  plumbo-solvent 
and  many  of  the 
well  waters  also, 
however,  no  case 
of  lead  poisoning 
has  been  reported 
or  discovered  for 
a  number  of  years 

ditto 

N.D.W.B. 

742 

— 

2,226 

1 

— 

BRADSTONE  ... 

(а)  Yes 

(б)  Inadequate 

;  No  Piped  Supply 
!  Private  Wells  only 

None 

— 

— 

i 

i 

— 

BRENTOR 

(а)  Yes 

(б)  Yes 

Piped  Supply 

12  Samples  taken — 
Satisfactory 

N.D.W.B. 

103 

— 

309 

— 

BUCKLAND 

IVfONACHORUM 

(a)  Yes 
•  ( b )  Yes 

Piped  Supply 

Plymouth  C.B. 

Analysis  made  by 
Plymouth 

1 

Plymouth 

C.B. 

680 

— 

2,040 

— 

CORYTON 

(a)  Yes 

(b)  Reas,  good 

;  Wells  and  Piped  Supply 
;  to  five  properties 

ditto 

N.D.W.B. 

5 

— 

15 

— 

DUNTERTON  ... 

(a)  Yes 

(b)  No 

1  Private  Wells  only 

No  piped  Supply 

ditto 

None 

— 

— 

— 

— 

HORRA- 

BRIDGE 

•  »  I  v 

(а)  Yes 

(б)  Yes 

'  Piped  Supply 
;  Part  N.D.W.B. 
i  Part  Plymouth  C.B. 

S  6  Samples — 
j  Satisfactory 

I 

ditto 

N.D.W.B. 

Plymouth 

C.B. 

173 

246 

— 

1,257 

— 

KELLY  . 

(a)  Yes 

( b )  No 

f  ‘  " 

Wells  and  Springs 
l  No  Piped  Supply 

ditto 

None 

— 

— 

— 

— 

LAMERTON 

(а)  Yes 

(б)  Yes 

Piped  Supply 
.  12  Samples  taken — 

[  Satisfactory 

ditto 

N.D.W.B. 

143 

— 

429 

— 

LEW 

TRENCHARD 

{a)  Yes 
{b)  Yes 

!  Piped  Supply 
|  No  analysis 

ditto 

N.D.W.B. 

58 

— 

172 

— 

LIFTON . 

(a)  Yes 

(b)  Yes 

Piped  Supply 

6  Samples  taken — 
Satisfactory 

ditto 

N.D.W.B. 

278 

— 

834 

»  i  . 

— 

LYDFORD 

'  /v  .  *  V 

(a)  Yes 

(b)  Yes 

Piped  Supply 

Ly  df  ord — N .  D .  W .  B . 
Princetown — Plymouth 
C.B.  (1.4.59) 

No  analysis 

ditto 

N.D.W.B. 

and 

Plymouth 

C.B. 

120 

182 

906 

• * 

— 

MARYSTOWE  ... 

(a)  Yes 

(b)  Yes 

Piped  Supply 

No  analysis 

ditto 

N.D.W.B. 

22 

— 

66 

— 

MARY  TAVY  ... 

(а)  Yes 

(б)  Yes 

Piped  Supply 

12  Samples  taken — 
Satisfactory 

ditto 

N.D.W.B. 

199 

— 

597 

— 

MEAVY  . 

(a)  Yes 

(b)  Yes 

Piped  Supply 

Plymouth  C.B. 

Samples  by  Plymouth 
C.B. 

ditto 

Plymouth 

C.B. 

109 

— 

327 

— 

MILTON  ABBOT 

CHILLATON 

(a)  Yes 

(b)  Yes 

(a)  Yes 

(b)  Yes 

Piped  Supply 

10  Samples  taken — 
Satisfactory 

ditto 

N.D.W.B. 

83 

— 

249 

— 

PETER  TAVY 

(a)  Yes 
{b)  Yes 

Piped  Supply 

12  Samples  taken — 
Satisfactory 

ditto 

N.D.W.B. 

64 

64 

192 

— 

SAMPFORD 

SPINE  Y 

(a)  Yes 

( b )  Yes 

\ 

Piped  Supply  (part) 
N.D.W.B. 

Wells  and  Springs  (part) 

1  .. 

ditto 

N.D.W.B. 

30 

— 

90 

, 

— 

SHEEPSTOR  ... 

(a)  Yes 

(b)  Yes 

Piped  Supply 
by  Plymouth  C.B. 

ditto 

Plymouth 

C.B. 

7 

— 

21 

— 

STOWFORD 

(a)  Yes 

(b)  Yes 

Piped  Supply 

No  analysis 

ditto 

N.D.W.B. 

44 

— 

132 

— 

SYDENHAM 

DAMAREL 

(a)  Yes 

(b)  Yes 

Piped  Supply 

1  Sample  taken 
Satisfactory 

ditto 

N.D.W.B. 

21 

— 

63 

— 

TAVISTOCK 

HAMLETS 

(а)  Doubtful 

(б)  Inadequate 

Part  Wells  &  Private 
Supply 

Part  N.D.W.B. 

1  Sample  taken — 
Satisfactory 

ditto 

N.D.W.B. 

84 

— 

252 

— 

THRUSHELTON 

(а)  Yes 

(б)  Yes 

Wells  and  N.D.W.B. 

ditto 

N.D.W.B. 

19 

— 

57 

— 

WALKHAMP- 
TON  ...  ••• 

(a)  Yes 

(b)  Yes 

Piped  Supply 

Plymouth  C.B. 

ditto 

Plymouth 

C.B. 

123 

— 

369 

— 

WHITCHURCH 

(a)  Yes 

(b)  Yes  _ 

Piped  Supply  and  Wells 
and  Springs 

ditto 

_  _ 

N.D.W.B. 

57 

— 

171 

— 

N.D.W.B.  =  North  Devon  Water  Board  Main  Service 
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